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UNCLASSIFIED 

PAGE 01 GUATEM 00484 242000Z 
ACTION SY-05 

INFO OCT-02 ARA-14 ISO-OO /020W 

122863 260134Z/41 

R 241943Z JAN 78 
FM AMEMBASSY GUATEMALA 
TO SECSTATE WASHDC 8901 
INFO RRF WASHDC 

UNCLAS GUATEMALA 0484 

DEPT FOR O/SY 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : DISINTEGRATOR IN CHANCERY OB 


Message Text 


1 . EMBASSY HAS A MODEL 22 DISINTEGRATOR THAT HAS, THROUGH 
ERRORS CAUSED BY MANUFACTURER AND EMBASSY, NEVER BEEN IN 
OPERATION. FIRST MOTOR RECEIVED WAS WRONG VOLTAGE. MOTOR 
WAS RETURNED AND SECOND MOTOR RECEIVED, ALTHOUGH CORRECT 
VOLTAGE, WAS WRONG HP AND NOT CORRECT SIZE. PRESENT MOTOR, 
SHAFT IS ONE AND THREE EIGHTS INCHES IN DIAMETER AND BUSHING 
AND PULLY REQUIRE A SHAFT ONE AND FIVE EIGHTS IN DIAMETER. 
ALSO, SHAFT IS APPROXIMATELY ONE AND ONE HALF INCHES TOO 
SHORT FOR PROPER ALIGNMENT WITH PULLEYS. 


2. MOTOR RECEIVED ALSO IS ONLY 10 HP AND NOT 20 HP AS 
ORIGINAL MOTOR AND AS INSTRUCTION AND INSTALLATION BOOK 
RECOMMENDS. 


3. REQUEST ADVISE REGARDING EXCHANGE AND SHIPMENT OF 
REPLACEMENT MOTOR SOONEST. 

BOSTER 


UNCLASSIFIED 
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